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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 216065 

61 

ORIGIN EPA-04 

INFO OCT-01 EA-09 ISO-OO OES-06 HEW-06 /026 R 

DRAFTED BY :EPA/A- 1 06: KMACONAUGHEY 
APPROVED BY:OES/ENP/EN:HSPIELMAN 
EPA/A-1 06:FG REE N 
EA/J:DSMITH 
EPA/A- 1 06: JBLANE 

060727 

P 312149Z AUG 76 

FM SECSTATE WASHDC 

TO AMEMBASSY TOKYO PRIORITY 

UNCLAS STATE 216065 

E.O. 11652: N/A 
TAGS: SENV, JA, US 

SUBJECT: MOTHER S MILK STILL POLLUTED BY ORGANOCHLORINE 
AGENTS AND MERCURY 

REFERENCE: TOKYO 09198 

1 . IN COMMENTING ON CONTAMINATION OF MOTHER'S MILK BY 
PCBS, REFTEL STATES THAT "23 PER CENT OF 281 SAMPLES 
EXCEEDED PROVISIONAL TOLERANCE OF .033 PPM." EPA WOULD 
LIKE TO KNOW (A) WHAT DOES "PROVISIONAL TOLERANCE" MEAN? 
(B) ON WHAT BASIS WAS THE LEVEL ESTABLISHED? (C) HOW DOES 
MHW ENFORCE THIS LEVEL? (D) WHEN DOES A TOLERANCE CEASE 
BEING "PROVISIONAL?" 

2. DEPUTY ADMINISTRATOR EXPECTED TO MAKE ANNOUNCEMENT 
SEPT. 3 CONCERNING PCBS IN MOTHER'S MILK IN USA. ANY 
INFORMATION ON JAPANESE EXPERIENCE WILL BE MOST USEFUL. 
ROBINSON 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: WOMEN, FOOD CONTAMINATION, MILK 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 31 AUG 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE216065 

Document Source: CORE 

Document Unique ID: 00 

Drafter: 1 06:KMACONAUGHEY 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760331-0029 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976081/aaaaaapu.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN EPA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 TOKYO 9198 
Review Action: RELEASED, APPROVED 
Review Authority: ullricre 
Review Comment: n/a 
Review Content Flags: 

Review Date: 31 MAR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <31 MAR 2004 by ReddocGW>; APPROVED <27 JAN 2005 by ullricre> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MOTHER'S MILK STILL POLLUTED BY ORGANOCHLORINE AGENTS AND MERCURY 
TAGS: SENV, SWEL, JA, US 
To: TOKYO 
Type: TE 
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